
ACCESS HATCHWAY 



WITH COMPENSATING HINGES 



* DISTRIBUTED^ BY' 



METAL-TITE^ PRODUCTS 
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MODEL M. 

V 2 " Insulation On Cover with 
Metal Liner 



• NO EXPOSED BOLT 
HEADS 

• HEAVY 
CONSTRUCTION 

• ALL WELDED 

• GALVANIZED 



• 14 GAUGE 



MODEL MX. 

1" Fiberglass On Cover with 
Metal Liner 

1" Fiberboard On Curb 



SIZE 2'6"x3'0" ROOF SCU 

SPECIAL MATERIAL AND SIZES ON REQUEST 



SPRING LOCK & PADLOCK HASP 

PUSH BUTTON HANDLE TO RELEASE 
FROM OUTSIDE INSTALLED ON REQUEST 



WEATHERPROOF NEOPRENE SEAL 



HANDLE 

INSULATION WITH 
GALVANIZED LINER 



CONTINUOUS HEAVY DUTY 
CONCEALED HINGE BRASS PIN 

COMPENSATING SPRING LEVERS 
STAYS UP - STAYS DOWN 

COUNTER FLASHING 




ALUMINUM COVER 




SPRING BOLT AT EACH 
END WITH CENTER 
TURN HANDLE 



1" INSULATION & LINER 

PADLOCK HASP ON 
INSIDE OF CURB 

GALV. IRON CURB 



STANDARD SIZE 2'6"x8'0" ROOF S C U T T L E - T Y P E ^ 

RECOMMENDED FOR OPENINGS TO ROOF OVER STAIRWELLS IN PLACE OF PENTHOUSE 





V' INSULATION & LINER 

EXTERIOR 
PADLOCK HASPS 
AT EACH END 

ALUMINUM COVER 



GALV. IRON CURB 



STANDARD ROOF S C U T T L E - T Y P E ^ 

SIZE NOT TO EXCEED 65 SQUARE FEET OF CLEAR OPENING ~ RECOMMENDED FOR OPENINGS IN ROOF 
OVER MACHINE ROOMS, ELEVATOR SHAFTS AND SPACES WHERE PLACEMENT OR REMOVAL OF LARGE 
EQUIPMENT IS NEEDED. 



CHLIN6 

SPECIFY 




HATCHES 

THE FINEST 



CONSTRUCTION: 

ALL 

WELDED 

CONSTRUCTION 



FINISH: 

SHOP 

COAT 

PRIMER 



STOCK SIZES: 

TYPE "AD-1" 

2'6" X 2'6" 

TYPE "AD-2" 
2'6" X 3'0" 



SPECIAL 

SIZES 

ON 

REQUEST 







■ DOOT2- IM OC3£.U PO^ITIOM 



Typical- SEICTIOM 





5 E.CT 10 M TUaU A.CC£ 5 S DOOa 



LATTM ^ PL^STELQ■ IMSTALLATIOM 



^roC.)C SIZ.E.S 

TVPEL'^A.D-r — 2.'C“ X 2.' C," (PDAMIMQ SITLE. - 3G“X3C»") 
TVPC.'*AvD-2‘'— X 3' O" S17LE. . 3t“X4.2‘) 

AL.1- WEL-DEID CO M STRUCT I OM 
SMOP COAT paiKAE-D. 



CEllUNiG ACCESSDOOQ 



MLTAL-T\TE. PQQDUCT 5 



34-S3 El 15'!^ 5T. 



LO*^ AKJC.E.L-E.3.CA\-IFQ&iUIA 



CEIUNC 

SPECIFY 




HATCHES 

THE FINEST 



CONSTRUCTIOr 

ALL 

WELDED 

CONSTRUCTIO 



FINISH: 

SHOP 

COAT 

PRIMER 



STOCK SIZES: 
TYPE "AD-1" 

2'6" X 2'6" 



Digitized by 




INTFRN ATIONAI 
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FOR 

PRESERVATION 

TECHNOLOGY, 
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BUILDING 

TECHNOLOGY 

HERITAGE 

LIBRARY 



bcatw TO 








- SIZ-E 



STOCki S>1Z.E. 




TYPE "AD-2" 
2'6" X 3'0" 



https;//archive.org/details/buildingte^^ 



SPECIAL 

SIZES 

ON 

REQUEST 



From the collection of: 
Mike Jackson, FAIA 



=! 



latiom 




STOCkl. SI7.E.S 
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A\_i_ Vs/EL-DEID COM3Tt2JL)CTIOM 
SUOP COAT PaiKAE-G. 
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